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Date: Thursday, 3/8/2007 1:19:19 PM 
ù User: ‚ Kim Jofinston 


Process Sheet 

Customer : CU-DAROO1 Dart Helicopters Services Drawing Name : BRACKET 
Job Number 

Estimate Number i 

P.O. Number : Part Number : D35571 

This Issue 5.0. №. : ё” Drawing Number — ; 03557 REVA 
Prsht Rev. Я Project Number : МА 

First Issue e Type : SMALL /MED FAB Drawing Revision : А, 
Previous Run : Material : M l^ 
Written By : Due Date : 3/30/2007 Qty: 
Checked & Approved By 

Comment 


Additional Product 


e | | Il | ||! 
Seq. #: . Machine Or Operation: Description : 
10 М6061765125 9061-76 .125 Sheet 


10 Um: 


Еасһ 


— MI 


Comment Qty: 0.0360 sf(s)/Unit Total: 0.3602 sf(s) 
6061-T6 0.125 Sheet 
(М60617650125) 


Bath тАЖЬЬЬ X _ 
mL ea 03, 14 


WATER JET FLOW WATER JET 


TAA ШО 


Comment: FLOW WATER JET 
1-Cut as per Dwg D3557 
Dwg Rev... /à 
Prog Rev: 
****Ensure Grain Direction is Correct^**** 


2-Deburr if necessary А, 
INSPECT PARTS AS THEY COME OFF MACHINE 


@/ 


E FE JULI 


Comment: INSPECT PARTS AS THEY COME OFF MACHINE 
SECOND CHECK 


AA TINI 


Comment: SECOND CHECK 
BRAKE NC NC BRAKE 


ПОШИВ. [ЇЇ 


Comment: NC BRAKE 
Bend as per Dwg D3557 


Farm: mrncess 


Dart Aerospace Ltd 


WORK ORDER CHANGES 


Approval | A 
pproval 
Chief Eng/ | oc Inspector 


Part No: PAR #: Fault Category: NCR: Yes (бо) Daa: {D Date: буз [jS 


QA: N/C Closed: Date: 


Description of NC Corrective Action — Section Verification | Approval | Approval 
Section A Section C Chief Eng QC Inspector 


NOTE: Date & initial all entries 


H:MFORMS Quality Assurancevapproved QANNCRWO RevD ! : p 


. Thursday, 3/8/2007 1:19:19 PM , Ë : 
ш Process Sheet 
Customer: CU-DAROO1 Dart Helicopters Services Drawing Name: BRACKET 


Job Number: 31126 Part Number: D35571 


MAMMA 


Machine Or Operation: 


B 


Description : 
ORK TO CURRENT STEP 


"s 


INSPE 


ШИ 


Comment: INSPECT WORK TO CURRENT STEP 
HAND FINISHING1 


|! 


HAND FINISHING RESOURCE #1 


Comment: HAND FINISHING RESOURCE #1 
Chemical Conversion Coat as per QSI 005 4.1 
POWDER COATING POWDER COATING ` 


M ^ ood 


ШШ бо 


Comment: POWDER COATING 
Powder Coat White Gloss (Ref: 4.3.5.1) asper 0100543 277 


QC3 


INSPECT POWDER COAT/CHEMICAL CONVERSION 


PACKAGING 1 


ШШ 


Comment: PACKAGING RESOURCE #1, 
Identify and Stock 
Location — — . 

аса 


TA 


Comment: FINAL INSPECTION/W/O RELEASE 


RAI 


Job Completion 


Paae ? 


Form: rnrocess 


Dart Aerospace Ltd 
WORK ORDER CHANGES 
Approval 
STEP PROCEDURE CHANGE Chief Eng / PEro 


Prod Маг 


Description of NC 
Section A 


DATE | STEP 


E Corrective Action Section B | Verification | Approval | Approval 
Initial Action Description Sign & Section C ChiefEng | QC Inspector 
Chief Eng Chief Eng Date 


NOTE: Date & initial all entries 


H:MFORMS'Quality Assurancexapproved QANCRWO RevD 


DART AEROSPACE LTD 
HAWKESBURY, ONTARIO, CANADA E 
DRAWING NO. REV. А 


D3557 SHEET 10F 1 


R0.50 
00.323 (DRILL P) 


2.75 


2.250 ——— 


BEND 45* UP: 
ON 0.25" RAD 


GRAIN DIRECTION 


(2 HOLES) 


R0.13 
(TYP) 


0 


0.345 
0.895 
1.445 
1.790 


D3557-1F FLAT PATTERN 


2.22 


sHOP COPY 
RETURN TO 
: ENGINEERING | 
(БЕР) UNCONTROLLED cor) 
„Г $\лз' ТСТ TO А ENDOME 
мї у КОЧЕ E 
YRZ ORDER 
D3557-1 BRACKET ко 21124. 
МОТЕ5: 
1) MATERIAL: 6061-T6 ALUMINUM 0.125 THICK PER QQ-A-250/11 CLE Д М E | 
(REF DART SPEC M6061T68.125) 2 b. 
2) FINISH: CHEMICAL CONVERSION COAT PER DART QSI 005 4.1 LL EAE 
POWDER COAT WHITE (4.5.3.1) PER DART QSI 005 4.3 CHES | i 


3) TOLERANCES ARE PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) ALL DIMENSIONS ARE IN INCHES UNLESS OTHERWISE NOTED 

5) BREAK ALL SHARP CORNERS TO 0.010 MAX 

6) IDENTIFY WITH P/N D3557-1 USING FINE POINT PERMANENT MARKER 


COPYRIGHT © 2006 BY DART AEROSPACE LTD 


THIS DOCUMENT 15 PRIVATE AND CONFIDENTIAL AND IS SUPPLIED ON THE EXPRESS CONDITION THAT IT IS NOT TO BE USED FOR ANY PURPOSE OR COPIED 
OR COMMUNICATED TO ANY OTHER PERSON WITHOUT WRITTEN PERMISSION FROM DART AEROSPACE LTD. f 


[DART AEROSPACE LTO ——  — 
Description: Broke — : 
(inspection Dwg: t) 55571 . Rev: Д m 


|. Work О Order: | 2G __ 
Part Number: DITI EN 


T __ Раде iof! 


2 Drawing Method of 


Actual 


ады t 
ib n 
Dimension i Dimension я inspection | 
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T blerance Comments 


| — LEX. А 
LLL 4 -F= BD 


1 


[Measured by: a Е | Audited by: № I Prototype / Appr 
Е Bate] gt 03 [1 b Date: | c7 ҮЛ bo mn 


ЕДЕ Date | Change mM | 
LA. New Issue | 
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